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TKIe  49 — Mass  Transportation 

ChlAPTER  VI— URBAN  MASS  TRANSPOR¬ 
TATION  ADMINISTRATION,  DEPART¬ 
MENT  OF  TRANSPORTATION 

PART  613— PLANNING  ASSISTANCE  & 
STANDARDS 

Subpart  C — Coordination  of  Federal  and 
Federally  Assisted  Programs  and  Projacts 

Interim  Regulations 

•  Purpose:  The  purpose  of  this  docu¬ 
ment  is  to  issue  interim  reguiatioiis  to 
implement  OMB  Revised  Circular  A-85, 
Evaluation,  Review  and  Coordinattou  of 
Federal  and  Federally  Assisted  Pro¬ 
grams  and  Projects  (41  FR  2052,  Janu¬ 
ary  13,1976).  • 

OMB  Circular  No.  A-95  (A-95)  estab¬ 
lishes  guidelines  for  coordinating  Federal 
and  federally  -  assisted  programs  and 
projects  with  each  other  and  with  State, 
regional,  and  local  plans  and  programs. 
The  broad  policy  base  on  which  A-95 
rests  is  Title  IV  of  the  Intergovernmental 
Cooperation  Act  of  1968  (Pub.  L.  90-577) . 
Title  rv  directs  the  President  to  “estab¬ 
lish  rules  and  regulations  governing  the 
formulation,  evaluation,  and  review  of 
Federal  programs  tuxi  projects  having 
a  significant  impact  on  area  and  com- 
mimity  devdopment.”  In  a^kiitlcm.  Title 
IV  requires  that  “All  viewpoints — ^na¬ 
tional,  regionaL  State,  and  local — shall, 
to  the  extent  possible,  be  duly  considered 
and  taken  into  account  in  planning  Fed¬ 
eral  or  federally  assisted  development 
programs  and  projects.” 

For  the  most  part  this  regulation  con¬ 
stitutes  a  more  explicit  statement  of  pre¬ 
viously  imcodifled  policies  and  proce¬ 
dures.  These  interim  regulations  r^lace 
the  following  operating  procedures:  Ex¬ 
ternal  Operating  Manual  dated  August 
1972,  as  amended,  pages  IIB-7,  8;  Ap¬ 
pendix  3,  p.  35;  and  Appendix  5,  p.  13. 

These  proposed  rules  also  incorporate 
the  concepts  of  the  recently  finalized 
joint  FHWA/UMTA  plazuiing  and  pro¬ 
gramming  regulations  (40  FR  42976  and 
49279,  September  17, 1975) ,  which  govern 
the  development  and  processing  of  trans¬ 
portation  improvements  in  urbanized 
areas.  The  intent  of  the  concepts  in  the 
FHWA/UMTA  planning  and  program¬ 
ming  regulations  parallels  part  of  the 
aim  of  the  A-95  review  procedures  in 
metropolitan  areas,  such  as:  Providing 
for  participation  by  local  elected  offi¬ 
cials:  inclusion  of  nonfederal  projects  in 
the  review  process  for  information  only; 
establishing  a  metropolitan  forum  for 
cooperative  transportation  decisions.  By 
incorporating  some  of  the  key  require¬ 
ments  of  the  FHWA/UMTA  planning 
and  programming  regulations  into  these 
interim  rules,  the  transportation  plan¬ 
ning  and  A-95  review  process  will  be 
merged  and  simplified.  For  example,  in 
urbanized  areas,  a  review  of  a  single 
document,  called  the  transportation  im¬ 
provement  program,  which  contains  in 
its  annual  element  a  list  of  pressed 
projects  will  satisfy  both  FHWA/XJMTA 
planning  and  A-95  review  requirements 
for  the  individual  projects  in  the  TIP. 
The  FHWA/UMTA  planning  regulations 
require  State  Governors  to  designate 


Metropolitan  Planning  Organizations 
(MPO)  to  cooperatively  develop  metro¬ 
politan  project  priorities.  FHWA  and 
UMTA  have  encouraged  Governors  to 
designate  existing  A-95  metropolitan 
areawide  clearinghouses  as  the  MPO.  In 
the  past,  before  the  requirements,  urban- 
izedTransportation  improvements  tended 
to  be  planned  on  a  unimodal,  project- 
by-project  basis  without  full  considera¬ 
tion  of  Federal  program  overlaps,  multi¬ 
jurisdiction — State  agreements,  regional 
development,  systems  management,  en¬ 
vironment,  energy,,  equal  opportunity, 
etc.  Many  of  those  elements  will  also  be 
consider^  in  the  A-95  review  process. 

OMB’s  proposed  revision  to  Circular 
No.  A-95  allows  Federal  agencies  to  iden¬ 
tify  exceptions  from  the  A-95  review 
process  in  that  agency’s  implementing 
regulations.  These  UMTA  implementing 
rules  include  a  section  on  exceptions  and 
limitations  which  identify  categories  of 
deviations  from  the  normal  A-9S  review 
process.  The  first  category  excludes,  in 
urbanized  areas,  any  capital  or  operating 
projects  not  required  to  be  included  in 
the  annual  element.  The  second  category 
applies  to  non-urbanized  areas  and  al¬ 
lows  projects  that  are  of  small  scale  and 
local  Impact  to  be  excluded  from  the 
A-95  review  process  by  agreement  be¬ 
tween  the  applicant  and  the  appropriate 
clearinghouse.  The  third  category  is  a 
request  for  a  special  exemption  for  ex¬ 
perimental  demonstrations  under  sec¬ 
tion  6  of  the  Urban  Mass  Transportation 
Act  of  1964,  as  amended.  This  exemp¬ 
tion  would  include  experimental  studies 
or  operational  tests  of  techniques  or  con¬ 
cepts  that  are  as  yet  unproven,  l.e.,  auto- 
free  zones,  and  which  require  further 
study  or  d^onstration  to  determine  if 
they  should  be  encouraged  on  a  national 
scale.  Notice  is  given,  however,  that  this 
exception  is  subject  to  approval  by  the 
Office  of  Management  and  Budget. 

Interested  parties  and  government 
agencies  are  encouraged  to  submit  writ¬ 
ten  comments,  views,  or  data  concerning 
these  regulations  which  are  promulgated 
as  interim  regulations.  Comments  should 
be  submitted  to  the  Urban  Mass  Trans¬ 
portation  Administration,  Docket  Clerk, 
Office  of  the  Chief  Counsel,  400  Seventh 
Street,  SW.,  Room  9320,  Washington, 
D.C.  20590,  Docket  No.  76-01.  All  sub¬ 
missions  received  on  or  before  March  29, 
1976  will  be  considered  prior  to  promul¬ 
gation  of  final  regulations.  Copies  of  all 
written  commimications  received  will  be 
available  for  examination  during  normal 
business  hours  at  the  foregoing  address. 

These  interim  UMTA  regulations  are 
substantially  the  same  as  the  FHWA  in¬ 
terim  regulations  on  A-95  procedures 
published  by  FHWA  on  November  19, 
1975  (40  FR  53726).  It  is  our  intention 
that  Joint  FHWA/UMTA  final  regula¬ 
tions  on  A-95  procedures  will  be  pub¬ 
lished  by  April  29,  1976  based  on  the 
comments  received  on  both  the  FHWA 
and  UMTA  interim  regulations. 

These  amendments  to  Title  49,  Code  of 
Federal  Regulations,  are  proposed  under 
the  authority  of  OMB  Circular  No.  A-95, 
42  U.S.C,  334  (section  204  of  Pub.  L.  89- 
754,  the  Demonstration  Cities  and  Metro- 


peditan  Devel(H>ment  Act  of  1966),  42 
UH.C.  4233  (Title  IV  of  Pub.  L.  90-577, 
the  Intergovernmental  Cooperation  Act 
of  1968),  42  U.S.C.  4332  (section  102(2) 
(c)  of  the  National  Environmental  Policy 
Act  of  1969) ,  Title  VI  of  the  CivU  Rights 
Act  at  1964,  23  U.S.C.  104(f)  (3).  105,  134, 
the  Urlnm  Mass  Transportation  Act  of 
1964,  as  amended,  and  the  delegation 
of  authority  by  the  Secretary  of  Trans¬ 
portation  at  49  CFR  1.51(f) .  Accordingly, 
Chapter  6  of  Title  49  of  the  Code  of  Fed¬ 
eral  Regulations  is  hereby  amended  by 
adding  a  new  Subpart  C  to  Part  613  as 
set  forth  below. 

Effective  date.  Pursuant  to  Office  of 
Management  and  Budget  Circular  A-95, 
as  published  in  the  January  13, 1976  edi¬ 
tion  of  the  Federal  Register,  (41  FR 
2052),  these  Interim  regulations  are  ef¬ 
fective  on  March  10,  1976. 

Robert  E.  Patricelli, 

Urban  Mass  Transportation 
Administrator. 

SMbp*rt  C  Coordination  of  Federal  and  Federally 
Assisted  Programs  and  Projects 

Sec. 

61SAOO  Purpose. 

61SA02  Dafinitions. 
ei3A04  Applicability. 

613A06  Project  Notiflcatloii  and  Review 
Systems. 

613.306  Coordination  of  Planning  in  Multi- 
jurlsdictlonal  Areas. 

Autho«itt:  The  Urban  Mass  Transporta¬ 
tion  Act  of  1964,  as  amended;  23  US.C.  104 
(f)  (3).  106, 134;  42  US.C.  334,  4233,  and  4332; 
OMB  Circular  A-96;  Title  VI  of  the  Civil 
Rights  Act  of  1964  (78  Stat.  241);  and  49 
CFR  1.61(f). 

Subpart  C — Coordination  of  Federal  and 
Federally  Assisted  Programs  and  Projects 

S  61S300  Perpoee. 

The  purpose  of  this  subpart  Is  to  im¬ 
plement  the  regulations  in  Office  of  Man¬ 
agement  and  Budget  (OMB)  Circular 
A-95  which  furnishes  guidance  to  Federal 
agencies  for  cooperation  with  State  and 
local  governments  in  the  evaluation,  re¬ 
view,  and  coordination  of  Federal  assist¬ 
ance  programs  and  projects. 

§  61S.302  Definitions. 

(a)  The  terms  used  in  the  subpart  are 
as  defined  in  OMB  Circular  No.  A-95  (re¬ 
vised),  section  101(a)  of  Title  23,  U.S.C., 
and  the  Urban  Mass  Transportation  Act 
of  1964,  as  amended,  (49  U.S.C.  1601  et 
seq.)  except  as  otherwise  provided. 

(b)  As  used  herein: 

•Transportation  Improvement  Pro¬ 
gram  (T7P)  ”  means,  in  urbanized  areas, 
a  staged  multl3rear  program  of  trans¬ 
portation  improvements  including  an 
annual  element  prepared  pursuant  to  23 
CPR  Part  450  and  this  Part  613. 

“Annual  Element”  means  a  list  of 
transportation  improvement  projects 
proposed  for  implementation  during  the 
first  program  year. 

“A[g>Ucant”  means  any  local  or  State 
ag^cy  which  applies  for  Federal  trans- 
portatiem  assistance,  including  but  not 
limited  to  cities.  Councils  of  Govern¬ 
ments,  Metropolitan  Planning  Organiza¬ 
tions,  transit  operators,  designated  re- 
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cipients  and  State  transportation  agen¬ 
cies. 

“Metropolitan  Planning  Organization 
(MPO)  ’’  means  that  organization  desig¬ 
nated  by  the  Oovemor  as  being  respon¬ 
sible,  together  with  the  State,  for  carry¬ 
ing  out  the  provisions  of  23  U.SiC.  134, 
as  required  by  23  U.S.C.  104(f)  (3)  and 
capable  of  meeting  the  requirements  of 
section  3(a)(2)  and  (e)(1),  4(a),  and 
5(g)(1)  and  (1)  of  the  UMT  Act  (49 
use.  1602(a)(2)  and  (e)(1),  1603(a), 
and  1604(g)(1)  and  (1).  This  organiza¬ 
tion  is  the  forum  for  cooperative  deci¬ 
sionmaking  by  principle  elected  officials 
of  general  purpose  local  government. 

“Unified  Planning  Work  Program 
(UWP)”  means  the  planning  work  pro¬ 
gram  required  by  23  CPR  Part  450,  Sub¬ 
part  A,  and  this  Part  613. 

§  613.304  Applicability. 

This  subpart  is  applicable  to  all  proj¬ 
ects  and  activities  (or  significant 
changes  thereto)  except  as  set  forth  m 
paragraph  (a)  (2)  of  {  613.306  for  whldx 
UMTA  assistance  is  sought  under  the 
following  categories  in  the  Catalogue  of 
Federal  Domestic  Assistance: 

(a)  Urban  Mass  Transportation  Capi¬ 
tal  Improvement  Grants  under  section  3 
of  the  UMT  Act  (Catalogue  No.  20.500) 

(b)  Uihan  Mass  Transportation  (Capi¬ 
tal  Improvement  Loans  imder  section  3 
of  the  UMT  Act  (Catalogue  No.  20.501) 

(c)  Urban  Mass  Transportation  Tech¬ 
nical  Studies  Grants  under  section  9  of 
the  UMT  Act  (Catalogue  No.  20.505) 

(d)  Urban  Mass  Transportation 
D^onstration  Grants  under  section  6 
of  the  UMT  Act  (Catalogue  No.  20.506) 

(e)  Urban  Mass  Transportation  Capi¬ 
tal  and  Operating  Assistance  Formula 
Grants  under  section  5  of  the  UMT  Act 
(Catalogue  No.  20.507) 

§  613.306  Project  Notification  and  Re< 
view  System. 

(a)  Notification — (1)  General.  In  the 
case  of  applications  for  projects  involving 
land  or  water  use  an(l  development  or 
construction  in  the  National  Capital  Re¬ 
gion  (as  defined  in  section  Kb)  of  the 
National  Capital  Act  of  1952,  as 
amended) ,  a  copy  of  the  application  shall 
be  sent  to  the  National  Capital  Planning 
Commission  (NtTPC)  in  addition  to  the 
areawide  clearinghouse  and  appro¬ 
priate  State  clearinghouse.  Notification 
should  include  a  smnmary  description  of 
the  projects  containing  the  Information 
required  by  Attachment  A,  Part  I,  Para¬ 
graph  2(a)  of  OMB  Clrcidar  A-95. 

(2)  Exceptions  and  limitations,  (i)  In 
urbanized  areas,  capital  and  operating 
projects  not  required  to  be  Included  in 
the  annual  element  of  the  TIP  or  amend¬ 
ments  thereto  are  exempt  from  the  re¬ 
quirements  of  this  section. 

(il)  In  non-urbanized  areas,  other 
projects  of  small  scale  and  local  impact 
may  be  exempt  from  the  requirements  of 
this  section  by  agreement  between  the 
applicant  and  the  appropriate  State 
clearinghouse,  areawide  clearinghouse,  or 
both. 

(ill)  Experimental  studies  or  opera¬ 
tional  tests  of  techniques  or  concepts 


that  are  as  yet  unproven  and  which  re¬ 
quire  further  study  or  demcxistration  to 
determine  If  they  should  be  encouraged 
on  a  national  scale,  imdertaken  under  a 
section  6  Demonstration  Grant,  are  ex¬ 
empt  from  the  requirements  of  this  sec¬ 
tion.  Operati<Mial  test  is  defined  as  a 
controlled,  non-flxed  facility  type  project 
of  limited  duration.  Impacting  on  a  small, 
carefully  defined  area  of  the  community. 

(3)  Capital  and  operating  assistance 
projects — (i)  Projects  in  urbanized  areas. 
The  TIP  and  its  annual  element  or 
amendments  thereto  shall  be  furnished 
by  the  MPO  to  the  State  clearinghouse 
for  review  and  comment.  Where  the  MPO 
is  not  the  areawide  clearinghouse,  the 
annual  element  shall  also  be  furnished  to 
the  appropriate  areawide  clearinghouse 
for  review  and  comment.  Where  the  MPO 
is  the  areawide  clearinghouse,  endorse¬ 
ment  of  the  TIP  will  meet  the  areawide 
clearinghoiise  review  requirements  of 
OMB  Circular  A-95  for  each  project  In 
the  annual  element.  Transmittal  of  the 
TIP  or  its  annual  element  to  the  State 
and  areawide  clearlnghouse(s)  shall 
serve  as  notification  for  projects  con¬ 
tained  therein. 

(il)  All  other  projects.  Applicants  for 
UMTA  assistance  shall  furnish  proposed 
transit  projects  to  appropriate  State  and 
areawide  clearinghouse(s)  for  review  and 
comment  at  the  earliest  feasible  time. 

(4)  Planning  projects — (1)  Projects  in 
urbanized  areas.  Hie  UWP  shall  be  fur¬ 
nished  by  the  MPO  to  the  State  clearing¬ 
house  for  review  and  comment.  Where 
the  MPO  is  not  the  areawide  clearing¬ 
house.  the  UWP  shall  also  be  furnished 
to  the  appropriate  areawide  clearing¬ 
house.  ^here  the  MPO  is  the  areawide 
clearinghouse,  transmittal  of  the  UWP 
to  the  Intermodal  Planning  Groups  will 
meet  the  areawide  clearinghouse  review 
requirements  of  OMB  Circular  A-95. 
Transmittal  of  the  UWP  to  the  State  and 
areawide  clearinghouse (s)  shall  serve  as 
the  notification  for  projects  contained 
therein. 

(ii)  Projects  in  all  other  areas.  Appli¬ 
cants  for  UMTA  planning  asslstence 
shall  furnish  applications  for  assistance 
to  appropriate  State  and  areawide  clear¬ 
inghouse  (s)  at  the  earliest  feasible  time. 

(5)  Other  projects.  Applicants  for 
UMTA  Demonstration  assistance  except 
as  set  forth  in  §  613.306(a)  (2)  (ill)  shall 
submit  applications  for  assistance  to  ap¬ 
propriate  State  and  areawide  clearing¬ 
house  (s)  at  the  earliest  feasible  time. 

(b)  Consultation  and  review.  State 
and  areawide  clearinghouses  and  appli¬ 
cants  shall  develop  mutually  acceptable 
procedures  for  handling  program  consul¬ 
tation  and  review.  Clearinghouses  may 
have  a  period  of  30  days  to  review  pro¬ 
grams  of  projects  or  applications  sub¬ 
mitted  to  it.  Clearinghouses  may  estab¬ 
lish  cooperative  procedures  with  appli¬ 
cants  for  further  review  of  projects  at 
subsequent  stages  of  development  or  at 
specified  periods  of  time.  In  such  event 
the  clearinghouses  may  have  an  addi¬ 
tional  30  days  for  this  review. 

(c)  Project  approval.  (1)  Except  as 
provided  in  paragraph  (c)  (2)  of  this  sec¬ 
tion,  the  Urban  Mass  Transportation  Ad¬ 


ministrator  will  not  approve  any  project 
application  for  fimdlr^  unless  the  appli¬ 
cant  has  Included  with  the  completed 
application  the  following: 

(1)  Standard  Form  424,  Federal  As¬ 
sistance. 

(ii)  Any  comments  or  recommenda¬ 
tions  made  by  or  throtigh  clearinghouses, 
along  with  a  statement  that  such  com¬ 
ments  have  been  considered  prior  to  the 
submission  of  the  program  or  project;  or 
a  statement  that  the  procedures  outlined 
in  this  subpart  have  been  followed  and 
that  no  comments  or  recommendations 
have  been  received. 

(iii)  Comments  on  the  environmental 
Impact  of  a  project  where  UMTA  has  ad¬ 
vised  tlie  applicant  that  environmental 
information  is  required. 

(iv)  Any  comments  from  public  agen¬ 
cies  charged  with  enforcing  or  further¬ 
ing  the  objectives  of  State  and  local  civil 
rights  laws,  regarding  the  civil  rights 
aspects  of  the  proposed  project. 

(2)  The  Urban  Mass  Transportation 
Administrator  may  also  approve  a  proj¬ 
ect  application  for  a  project  that  was 
inclgd^  in  either  the  annual  element 
of  a  TIP  or  a  UWP:  Provided,  That  an 
A-95  review  of  the  program  in  which  the 
project  is  included  was  conducted  and 
the  documentation  required  under  para¬ 
graph  (c)  (1)  of  this  section  is  submitted 
with  the  application. 

(3)  Federal  Agency  Procedures. 

(i)  Any  application  that  does  not  carry 
evidence  that  both  areawide  and  State 
clearinghouse  (s)  have  been  given  an  op¬ 
portunity  to  review  the  application,  will 
be  returned  to  the  applicant  by  UMTA 
with  instructions  to  fulfill  the  require¬ 
ments  of  this  subpart. 

(ii)  Within  seven  working  days  of  any 
major  action  taken  on  an  application. 
UMTA  will  notify  any  clearinghouse(s) 
that  has  reviewed  such  application. 
Major  action  Includes  award,  rejection, 
return  for  amendment,  deferral  or  with¬ 
drawal.  In  urbanized  areas,  where  the 
clearinghouse  (s)  review  was  on  an  an¬ 
nual  element  of  a  TIP,  the  major  Fed¬ 
eral  action  will  occur  at  the  project  ap¬ 
proval  stage  for  each  individual  section 
3  and  5  project  included  in  the  annual 
element.  Where  a  clearinghouse  has  rec¬ 
ommended  against  approval  or  for  ap¬ 
proval  only  with  specific  and  major  sub¬ 
stantive  changes,  and  UMTA  approves 
the  application  substantially  as  sub¬ 
mitted,  reasons  for  approval  shall  be 
dociunented  in  the  clearinghouse  (s) 
notification.  Standard  Form  424,  Fed¬ 
eral  Assistance,  is  to  be  used  for  this 
notification. 

(ill)  Applications  not  submitted  to  or 
acted  on  by  the  Federal  agency  within 
one  year  after  completion  of  clearing¬ 
house  review  will  be  subject  to  re-review 
upon  request  of  the  clearinghouse. 

§  613.308  Coordination  of  planning  in 
multijurisdiciional  areas. 

(a)  Common  or  Consistent  Planning 
and  Development  Districts  or  Regions. 
(1)  Agencies  not  falling  within  the  Juris¬ 
diction  of  the  MPO,  desiring  approval  for 
the  designation  or  redesignation  of  a 
multijurlsdlctional  transportation  plan¬ 
ning  area  shall  furnish  maps  and  bound- 
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ary  descriptions  to  the  Governor  of  the 
State  for  review  and  comment  with  re¬ 
spect  to  their  relationship  to  other  plan¬ 
ning  and  development  districts  or  regions 
established  by  the  State.  The  Governor 
will  have  up  to  thirty  da3rs  for  this  re- 
v'iew.  Propo^  boundaries  or  transporta¬ 
tion  planning  areas  should  conform  to 
existing  planning  and  development  dis¬ 
tricts  unless  there  is  Justification  for  not 
doing  so. 

(2)  Where  the  State  has  not  estab¬ 
lished  planning  and  develc^imait  dis¬ 
tricts  or  regions  which  provide  a  basis 
for  evaluation  of  the  boundaries  of  the 
area  proposed  for  designation,  major 
units  of  local  government  and  the  anxn- 
priate  Federal  Regional  Council  in  such 
areas  will  also  be  consulted  to  assure 
consistency  with  districts  established  im- 


der  inter-local  agreement  and  under 
r^ted  Federal  programs. 

(3>  mCTA  will  notify  the  appropriate 
Federal  Regional  Council,  through  the 
Secretarial  Representative,  of  any  pro¬ 
posed  designation  as  as  any  final 
designation  of  such  planning  area. 

(b)  Common  and  consistent  jOanning 
bases  and  coordination  of  relate  activi- 
ties  in  mvlUjwisdictional  areas.  (1)  In 
urbanized  areas,  when  the  MPO  is  differ¬ 
ent  from  the  A-95  agoicy,  there  shall 
be  an  agreement  between  the  two  organi¬ 
zations  which  prescribes  the  means  by 
which  their  activities  will  be  coordinated 
as  required  by  23  CFR  450.108(b)  and 
S  613.100. 

(2)  In  non-mbanlzed  areas,  If  an  ap¬ 
plicant  for  areawide  multijurisdictional 
planning  assistance  is  other  than  the 
areawide  comprehensive  planning 
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agency,  it  shall  submit  a  memorandum 
of  agreement  between  the  applicant  and 
such  areawide  comprehensive  pitwning 
agency  covering  the  means  by  which 
their  planning  activities  will  be  coordi¬ 
nated.  The  agreement  must  Include  but 
need  qpt  be  limited  to  the  matters  identi¬ 
fied  In  Appendix  A,  IHu-t  IV.  Paragraph 
3  a  to  d  of  OMB  Circular  A-95.  Where 
an  applicant  has  been  unable  to  effectu¬ 
ate  such  an  agreement,  it  shall  submit 
a  statonent  Indicating  the  ^orts  it  has 
made  to  secure  agreement.  In  such  case, 
UMTA  in  consultation  with  the  Federal 
Regional  Council  and  the  state  clearing¬ 
house,  will  attempt  within  a  30  day  period 
after  receipt  of  the  applicatitm,  a  resolu¬ 
tion  of  the  issues  b^ore  approving  the 
application.  If  It  is  otherwise  In  good 
order. 

|FR  Doc.76-6680  FUed  3-9-76;8:46  am] 
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